GILDAN 


Gildan® Adult Heavy Blend™ 
Crewneck Sweatshirt 
Size Chart 


SIZE 

A 

B 

c 

SM 

20" 

26" 

CO 

CO 

MD 

22" 

27" 

'nT 

CO 

LG 

CM 

28" 

35" 

XL 

26" 

29" 

CD 

CO 

2XL 

28" 

o 

CO 

37" 

3XL 

o 

CO 

31" 

CO 

CO 

4XL 

CM 

CO 

CM 

CO 

39" 

5XL 

^1" 

CO 

CO 

CO 

40" 


Certain sizes may not be available in some sweatshirt styles. 



A: WIDTH 

Measured edge-to-edge 1" below inner-sleeve seam. 

B: LENGTH 

Measured from edge of shoulder-collar seam to bottom shirt edge. 

C: SLEEVE LENGTH TO CENTER BACK 

Measured along outer sleeve edge to collar center. 
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